DEPARTMENT  OF 
THE  INTERIOR 


Mining  Enforcement  and 
Safety  Administration 


NOTIFICATION, 
INVESTIGATION, 
REPORTS,  AND  RECORDS 
OF  ACCIDENTS,  INJURIES, 
ILLNESSES,  EMPLOYMENT, 
AND  PRODUCTION 
IN  MINES 


RULES  AND  REGULATIONS 


[4310-68] 
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CHAFTER  I— MINING  ENFORCEMENT  AND 
SAFETY  ADMINISTRATION,  DEPART¬ 
MENT  OF  THE  INTERIOR 

•>ART  50— notification,  INVESTIGA¬ 
TION,  REPORTS,  AND  RECORDS  OF 
ACCIDENTS,  INJURIES,  ILLNESSES, 
EMPLOYMENT,  AND  PRODUCTION  IN 
MINES 

AGENCY:  Mining  Enforcement  and 
Safety  Administration  »MESA),  Depart¬ 
ment  of  the  Interior. 

ACTION ;  Final  rule. 

SUMMARY:  These  regulations  require 
mine  operators  to  investigate  mine  ac¬ 
cidents  and  injuries  and  to  report  mine 
accidents,  injuries,  illnesses,  employ¬ 
ment,  and  production.  The  Mining  En¬ 
forcement  and  Safety  Administration 
presently  has  two  separate  systen^  for 
reporting  by  mine  operators  of  accident, 
illness,  injury  and  employment  and  pro¬ 
duction  information — one  for  coal  min¬ 
ing  and  for  metal/nonmetal  mining 
This  regulation  consolidates  the  two  sys¬ 
tems  into  one  uniform  system  for  both 
the  coal  and  metal  'nonmetal  mining  in¬ 
dustries. 

EFFECTIVE  DATE:  January  1,  1978. 
FOR  FURTHER  INFORMATION  CON¬ 
TACT: 

Robert  E.  Barrett,  Administrator,  Min¬ 
ing  Enforcement  and  Safety  Adminis¬ 
tration,  U.S.  Department  of  the  In¬ 
terior,  Room  618,  Ballston  Tower  No. 
3,  4015  Wilson  Boulevard,  Arlington, 
Va.  22203. 

SUPPLEMENTARY  INFORMATION: 
On  October  17, 1977,  the  Secretary  of  the 
Interior  published  a  notice  of  prt^?osed 
rulemaking  as  Part  IV  of  the  Federal 
Register,  42  FR  55568-55577,  proposing 
uniform  industry-wide  mandatory  re¬ 
porting  and  record-keeping  regulations 
for  accident  notification  to  MESA,  acci¬ 
dent  and  injury  investigation  by  mine 
operators,  and  recording  and  reporting 
of  accident,  injury,  illness,  emplojTnent 
and  coal  production  information.  It  was 
proposed  to  revise  and  combine  30  CFR 
Parts  58  and  80  into  a  new  Part  50,  and 
to  revoke  Parts  58  and  80  in  order  to 
establish  one  system  of  reporting  and 
record-keeping  for  metal  and  nonmetal 
and  coal  mine  industries. 

Summary  of  Comments 

This  statement  summarizes  the  com¬ 
ments,  suggestions,  and  objections  re¬ 
ceived  on  the  proiJosed  regulations  from 
64  interested  persons  or  organizations 
and  describes  the  principal  changes 
which  are  made  in  the  final  regulations. 
Only  those  comments  which  were  con¬ 
sidered  substantive  are  noted  in  this 
summary. 

1.  REQUESTS  FOR  PUBLIC  HEARING 

Several  respondents  requested  a  pub¬ 
lic  hearing  on  the  proposed  regulations. 
The  authority  for  Part  50  are  sections 
103(e),  111,  and  508  of  the  Federal  Coal 
Mine  Health  and  Safety  Act  of  1969,  30 


UJ5.C.  sectkns  813(e),  821,  and  957,  and 
sections  4  and  13  of  the  Federal  Metal 
and  Nonmetallic  Mine  Safety  Act,  30 
U.S.C.  723  and  732.  In  the  absence  of 
specific  rulemaking  provisions  for  these 
regulations,  which  are  not  mandatory 
health  or  safety  standards  in  these  acts, 
the  notice  and  comment  provisions  of  the 
Administrative  Procedure  Act,  5  U.S.C. 
551  et  seq.  apply.  The  applicable  section,  5 
U.S.C.  553,  requires  that  an  administra¬ 
tive  agency  give  interested  persons  an 
opportunity  to  participate  in  rulemaking 
through  submission  of  written  data, 
views,  or  arguments  with  or  without 
tH>portunity  for  oral  presentation.  The 
Swretary  has  discretion  to  permit  oral 
presentations.  It  has  been  determined 
that  a  hearing  will  not  be  held  because 
interested  i>ersons  have  had  ample  op¬ 
portunity  to  make  their  views  known, 
and  because  there  is  an  urgent  need  to 
improve  the  data  base,  collection,  and 
analysis  under  Parts  58  and  80,  and  to 
start  the  collection  of  this  statistical  data 
at  the  beginning  of  the  calendar  year, 
on  January  1,  1978. 

With  respect  to  public  participation, 
before  proposing  Part  50  MESA  invited 
interested  persons  to  meet  with  its  rep¬ 
resentatives  to  discuss  the  proposed  reg¬ 
ulations.  Separate  comments  were  so¬ 
licited  from  metal  and  nonmetal  and 
coal  mine  operators  and  miners,  and, 
consistent  with  MESA  Practice,  copies 
of  the  notice  of  proposed  rulemaking 
were  sent  to  mine  operators  and  repre¬ 
sentatives  of  miners  When  Part  50  was 
published,  all  interested  persons  were 
invited  io  submit  their  comments  and 
suggestions.  All  comments  and  sugges¬ 
tions  received  have  been  carefully  con¬ 
sidered. 

2.  OPERATOR  REPORTING  OF  CONTRACTOR 
RELATED  DATA 

Proposed  Part  50  contained  a  require¬ 
ment  in  §  50.20  that  operators  report 
data  respecting  contractors’  employees. 
Several  comments  were  received  regard¬ 
ing  this  requirement  and  MESA  has  de¬ 
leted  it  from  the  final  rule.  Existing 
statutory  authority  and  the  Federal 
Mine  Safety  and  Health  Act  of  1977, 
allow  MESA  to  hold  extraction  opera¬ 
tors,  or  contractors,  or  both,  responsible 
for  compliance  with  Part  50;  the  dele¬ 
tion  does  not  foreclose  these  options. 
The  deletion  is  therefore  not  a  material 
change  from  the  proposed  rule  nor  does 
it  represent  an  alteration  of  present 
policy. 

3.  SUBMISSION  OF  INVESTIGATION  REPORTS 

Several  responses  objected  to  the  re¬ 
quirement  in  §  50.11  that  operators  sub¬ 
mit  accident  or  injury  investigation  re¬ 
ports  to  MESA  upon  request.  Both  the 
Coal  and  Metal  Acts  require  operators 
to  investigate  or  report  accidents  and  to 
provide  related  information  to  the  Sec¬ 
retary.  The  Secretary  may  require  in¬ 
vestigation  of  injuries  and  submission 
of  related  Information.  Only  by  requir¬ 
ing  submission  can  MESA  ensure  that 
operators  are  in  fact  Investigating  acci¬ 
dents  and  injuries  and  are  engaged  in 
constant  upgrading  of  health  and  safety 
practices. 


Section  50.11  has  been  rew’orded  to 
make  it  clear  that  operators  must  spec¬ 
ify  not  only  the  cause  of  an  occupational 
injury  but  also  the  cause  of  the  related 
accident  or  occurrence  which  caused  the 
Injury.  In  order  to  diminish  any  paper¬ 
work  burden  upon  small  operators, 

§  50.11  has  been  reworded  to  indicate 
that  while  small  operators  must  investi¬ 
gate  each  accident  and  occupational  in¬ 
jury,  Form  7000-1  will  suffice  as  an  in¬ 
vestigation  report  by  these  operators 
respecting  ah  occupational  injury  which 
is  not  related  to  an  accident. 

4.  DEFINITIONS  OF  OCCUPATIONAL  INJURY 
AND  OF  OCCUPATIONAL  ILLNESS;  RATE 
DETERMINATIONS 

Some  objections  were  made  to  the  in¬ 
clusion  of  injuries  for  which  compen¬ 
sation  awards  have  been  made  within 
the  scope  of  the  term  “occupational 
injury.”  There  is  a  wide  discrepancy  in 
State  award  criteria,  and  therefore  this 
aspect  of  the  definition  has  been  deleted. 

Some  comments  suggested  that  all 
miners’  injuries  arising  out  of  and  in 
the  course  of  employment  should  be 
reported.  This  would  result  in  injuries 
occurring  off  mine  property,  such  as, 
injuries  from  automobile  or  airplane  ac¬ 
cidents,  being  reportable.  MESA  has  no 
jurisdiction  over  such  accidents,  regard¬ 
less  of  whether  the  injured  miner  was 
engaged  in  his  employer’s  business  at  the 
time  of  Injury.  MESA  seeks  data  only 
respecting  injuries  whose  occurrence 
rate  it  can  affect  and  diminish.  ’There¬ 
fore,  injuries  to  mine  employees  occur¬ 
ring  outside  MESA’S  jurisdiction  are  not 
required  to  be  reported. 

Several  parties  objected  to  the  defini¬ 
tion  of  occupational  illness  as  being  too 
broad.  MESA  and  other  agencies  have 
foimd  that  illness  data  reporting  has 
been  minimal  under  present  reporting 
criteria.  Among  the  reasons  for  this  lack 
of  Information  respecting  miners  has 
been  the  restrictive  definition  of  occu¬ 
pational  Illness  in  Parts  58  and  80  and 
the  broad  discretion  allow’ed  operators 
in  determining  illness  occurrence. 

A  way  to  determine  whether  an  ill¬ 
ness  is  linked  to  mining  is  to  require  re¬ 
ports  of  its  incidence.  Abnormally  high 
rates  among  miners,  for  example,  may 
indicate  an  occupational  cause.  This  is 
why  all  the  illnesses  listed  in  Part  50 
must  be  reported.  Illness  reports  can 
provide  a  data  base  upon  which  deter¬ 
minations  or  decisions  to  investigate 
causation  can  be  based.  Limiting  reports 
to  the  few  illnesses  not  definitely  known 
to  be  mining  related  would  hinder  re¬ 
search,  cause  health  protection  efforts 
to  lag  far  behind  advances  in  mining  and 
milling  technology  which  may  have  ef¬ 
fects  on  miners’  health,  and  be  contrary 
to  Congress’  desire  that  health  protec¬ 
tion  activities  be  more  comprehensive 
than  has  previously  been  the  case. 

Some  responding  parties  stated  that 
they  are  unaware  of  miners’  medical 
conditions.  MESA  does  recognize  that 
scHne  operators  do  not  maintain  medical 
files  on  their  employees.  However,  many 
operators  do  maintain  such  files  and  so 
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become  aware  of  illness  occurrence 
rather  quickly.  Therefore,  MESA  be¬ 
lieves  it  is  reasonable  to  require  report¬ 
ing  of  an  illness  as  it  occiurs  or  as  the 
operator  becomes  aware  of  its  existence. 
Certain  operators  objected  to  the  in¬ 
clusion  of  an  illness  for  which  compen¬ 
sation  has  been  awarded  within  the  defi¬ 
nition  of  occupational  illness,  and  many 
feared  that  reporting  any  illness  mi^t 
constitute  an  admission  of  liability  for 
its  occurrence.  MESA  see^  only  factual 
information  respecting  occurrence.  The 
agency  is  not  involved  in  awarding  com¬ 
pensation,  and  reporting  tlie  fact  that  a 
doctor  has  diagnosed  an  illness  or  that 
compensation  has  been  awarded  respect¬ 
ing  an  illness  is  not  an  admission  of  re- 
sponsibihty.  The  information  sought  is. 
however,  relevant  to  MESA'S  responsi¬ 
bilities  respecting  health  conditions  and 
practices  in  the  mining  industry  and  this 
Information  must  be  reported  if  im¬ 
provement  in  mine  health  conditions 
and  practices  is  to  occur. 

The  preamble  to  proposed  Part  50  in¬ 
cluded  information  concerning  injury  in¬ 
cidence  and  severity  measurement  de¬ 
terminations.  The  injury  incidence  rate 
system  is  compatible  with  OSHA  and 
BLS  computations.  The  severity  meas¬ 
urement  criteria  are  also  compatible  ex¬ 
cept  that  time  charges  will  be  made  re¬ 
garding  permanent  disability.  The  con¬ 
solidation  of  reporting  requirements  is 
compatible  with  OSHA  and  BLS  require¬ 
ments.  MESA  will  keep  separate  statis¬ 
tics  for  the  coal  and  for  the  metal  and 
nonmetal  mining  industries.  However, 
MESA  does  not  intend  to  develop  at  this 
time  illness  incidence  rates  similar  to  its 
injury  incidence  rates. 

5.  DEFINITION  OF  ACCIDENT 

With  respect  to  §  50.2(h)  (8),  un¬ 
planned  roof  or  rib  falls  in  active  work¬ 
ings  which  impair  ventilation  or  passage 
must  be  reported  immediately,  but  falls 
which  do  not  do  so  need  not  be  reported 
immediately  regardless  of  their  size. 

Several  parties  requested  examples  of 
$  50.2(h)  (12) ,  “an  event  at  a  mine  which 
causes  death  or  bodily  harm  to  an  in¬ 
dividual  not  at  the  mine  at  the  time  the 
event  occurs.”  Two  examples  are:  (1) 
fiyrock  from  open  pit  blasting  which  in¬ 
jures  a  passerby,  and  (2)  failure  of  an 
impoundment  which  releases  material 
which  harms  persons  downstream  from 
the  impoundment. 

6.  VERIFICATION  OF  DATA 

Some  parties  objected  to  §  50.41,  as¬ 
serting  that  it  invades  employees’  privacy 
rights  respecting  medical  data  and  im¬ 
properly  authorizes  inspection  and  copy¬ 
ing  of  records  not  specifically  required 
to  be  maintained,  Including  trade  secrets 
and  other  internal  company  informatiem. 
Many  feared  disclosure  of  any  informa¬ 
tion  copied. 

The  patient-physician  confidentiahty 
privilege  is  not  absolute.  Where  disclo¬ 
sure  of  patient  data  is  related  to  a  valid 


purpose,  disclosure  has  been  held  not  to 
be  violative  of  privacy  rights.  It  Is  ques¬ 
tionable  whether  emplosrers  have  stand¬ 
ing  to  assert  employees’  privacy  rights 
and  significant  that  no  miner  or  repre¬ 
sentative  of  miners  has  objected  to 
§  50.41. 

Without  inspection  of  records  beyond 
those  required  to  be  kept  it  is  Impossible 
to  verify  the  required  records.  ’The  Sec¬ 
retary’s  power  to  acquire  information 
relat^  to  his  functions  under  the  Coal 
Act  and  the  Metal  Act  is  not  limited  to 
any  particular  records.  Section  111(b) 
of  the  Coal  Act  and  S  13  of  the  Metal 
Act  explicitly  authorize  analysis  of  other 
information  related  to  his  functions,  and 
only  the  Secretary,  subsequent  to  inspec¬ 
tion  and  copying,  can  determine  rele¬ 
vance.  ’This  is  particularly  important  in 
develoixnent  of  an  epidemiologic  data 
base,  where  information  not  reported  on 
a  Part  50  form  can  help  identify  disease 
related  agents  or  practices.  Personal 
medical  Information  or  trade  secrets  are 
protected  under  5  U.S.C.  552(b)  (4)  and 
(b)  (6) ,  and  neither  the  Coal  Act  nor 
the  Metal  Act  requires  the  Secretary  to 
disclose  or  allow  public  inspection  of  In¬ 
formation  protected  under  5  U.S.C.  552 
(b)  (4)  and  (b)  (6).  Information  gather¬ 
ed  may  be  also  protected  under  5  U.S.C. 
552(b)(7),  relating  to  law  enforcement 
data,  in  certain  cases.  Section  50.41  has 
been  slightly  reworded  but  its  effect  has 
not  been  altered. 

T.  EFFECT  OF  THE  FEDERAL  MINE  SAFETY  AND 
HEALTH  ACT  OF  1977,  PUB.  L.  91-173,  AS 
AMENDED  BY  PUB.  L.  95-164;  EFFECTIVE 
DATE  OF  PART  50 

Some  parties  felt  that  Part  50  will  be 
inconsistent  with  new  legislation  affect¬ 
ing  the  mining  industry.  MESA  has  care¬ 
fully  reviewed  these  comments  and  the 
new  legislation  and  has  determined  that 
the  regulation  is  not  inconsistent  with 
the  reporting  and  recordkeeping  require¬ 
ments  of  the  new  legislation,  although, 
certain  minor  changes  may  be  necessary 
after  March  9,  1978.  Section  301  of  Pub. 
L.  95-164  states  that  rules  issued  prior 
to  March  9,  1978,  are  effective  subse¬ 
quent  to  that  date.  Violations  of  Part  50 
may  be  considered  violations  of  the  new 
statutory  requirements. 

The  urgent  need  for  implementation 
of  an  improved  health  and  safety  data 
reporting  system,  and  for  the  informa¬ 
tion  it  may  provide  which  may  assist  in 
activities  imder  new  legislation,  make  it 
necessary  that  Part  50  be  effective  on 
January  1,  1978. 

Comments  on  Pile,  Impact  Statements 

Copies  of  the  public  comments  respect¬ 
ing  proposed  Part  50  are  on  file  at  the 
Administrator’s  office.  The  economic, 
environmental,  and  quaUty  of  life  im¬ 
pacts  of  Part  50  have  been  found  to  be 
insignificant  and  MESA  has  prepared 
memoranda  and  assessments  supporting 
these  findings. 

Copies  of  this  final  rule  are  being  sent 
to  each  operator  of  a  mine  and  each 
representative  of  miners  at  each  mine. 


Revocation 

As  a  result  of  the  prc«nulgation  of  this 
final  rule,  30  CFR  Part  58,  Subchapter 
N,  and  30  C?PR  Part  80,  Subchapter  O 
are  revoked  and  replaced  by  a  new  Part 
50,  in  a  new  Subchapter  M  of  Cliapter  I, 
Title  30,  Code  of  Federal  Regulations,  as 
set  forth  below. 

Drafting  Information 

The  principal  persons  involved  in 
drafting  this  rule  are:  Arthur  P.  Nelson, 
Assistant  Administrator,  Metal  and  Non- 
metal  Mine  Health  and  Safety.  Roy  L. 
Bernard,  Acting  Chief,  Safety  Division, 
Metal  and  Nonmetal  Mine  Health  and 
Safety,  Dr,  Aurel  Groodwin,  Chief,  Health 
Division,  Metal  and  Nonmetal  Mine 
Health  and  Safety,  Joseph  O.  Cook.  As¬ 
sistant  Administrator,  Coal  Mine  Health 
and  Safety,  Herschel  H.  Potter,  Chief, 
Safety  Division,  Coal  Mine  Health  and 
Safety,  Joseph  Lamonlca,  Chief,  Division 
of  H^th,  Coed  Mine  Heedth  and  Safety, 
Donald  P.  Schlick,  Assistant  Administra¬ 
tor,  Technical  Support,  Donald  K. 
Walker,  Chief,  Health  and  Safety  Analy¬ 
sis  Center,  Donald  R.  ’Tindal,  Assistant 
Solicitor,  Metal  and  Nonmetallic  Mine 
Health  and  Safety.  Robert  H.  McPhll- 
lamey.  Assistant  Solicitor,  Coal  Mina 
Health  and  Safety,  Division  of  mitiia 
Health  and  Safety,  Office  of  the  Solicitor. 

Impact  Statement 

Note. — The  Depsytment  of  the  Interior  has 
determined  that  this  document  does  not  cer¬ 
tain  a  major  proix>sai  requiring  preparation 
of  on  Economic  Impact  Statement  under 
Executive  Order  11821,  as  amended  by  Execu¬ 
tive  Order  11949,  and  OMB  Circular  A-107. 

Dated;  December  28,  1977. 

Charles  P.  Eddy, 

Acting  Assistant 
Secretary  of  the  Interior. 
Subciiapter  M — ,  Accidents,  Injuries, 
Illnesses,  Employment,  and  Production 
in  mines,  of  30  CFR  Chapter  I  Is 
amended  as  follows; 

1.  ’The  following  new  Part  50  is  added: 
PART  50— NOTIFICATION,  INVESTIGA¬ 
TION,  REPORTS  AND  RECORDS  OF  AC¬ 
CIDENTS.  INJURIES.  ILLNESSES,  EM¬ 
PLOYMENT,  AND  COAL  PRODUCTION 
IN  MINES 

Subpart  A — General 

Sec. 

60.1  Purpose  and  Scope. 

50.2  Definitions. 

Subpart  B — Notification,  Investigation, 
Preservation  of  Evidence 

50.10  Immediate  Notification. 

50.11  Investigation. 

60.12  Preservation  of  Evidence. 

Subpart  C — Reporting  of  Accidents,  Injuries  and 
illnesses 

30.20  Preparation  and  submission  of 
MESA  Report  Form  7000-1 — ^Mln* 
Accident,  Injury,  and  Illness  Re¬ 
port. 

50.20- 1  General  Instructions  for  Complet¬ 

ing  MESA  Form  7000-1. 

50.20- 2  Criteria — Transfer  to  another  Job. 

60.20- 3  Criteria — ^Differences  between  med¬ 

ical  treatment  and  first  aid. 

60.20- 4  CMterla — MESA  Form  7000-1,  Sec¬ 

tion  A 
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4  See. 

60.2(V-6  Criteria— MESA  Form  7000-1,  Sec¬ 
tion  B. 

50.20- 8  Criteria — MESA  FOTm  7000-1,  Sec¬ 

tion  C. 

60.20- 7  Criteria — MESA  Pewm  7000-1,  Sec¬ 

tion  D. 

Subpart  D — Quarterly  Employment  and  Coal 
Production  Report 

Sec. 

60.30  Preparation  and  Submission  of 
MESA  Form  7000-2— Quarterly 
Employment  and  Coal  Production 
Report. 

60.30-1  General  Instructions  for  Complet¬ 
ing  MESA  Form  7000-2. 

Subpait  E — Maintenance  of  Records;  Verification 
of  Information 

Sec. 

60.40  Maintenance  of  Records. 

60.41  Verification  of  Reports. 

AtTTHORrrT:  This  Part  60  is  Issued  under 
sections  103(e),  111,  and  608  of  the  Federal 
Coal  Mine  Health  and  Safety  Act  of  1969, 
30  US.C.  15  813(e),  821,  and  957;  and  sec¬ 
tions  4  and  13  of  the  Federal  Metal  and  Non- 
MetalUc  Mine  Safety  Act,  30  U.S.C.  §§  723, 
732. 

Subpart  A — General 
§  50.1  Purpose  and  Scope. 

This  Part  50  implements  §§  103(e)  and 
111  of  the  Federal  Coal  Mine  Health 
and  Safety  Act  of  1969,  30  U.S.C.  801  et 
seq.,  and  §§  4  and  13  of  the  Federal 
Metal  and  Nonmetallic  Mine  Safety  Act, 
30  U.S.C,  721  et  seq.,  and  applies  to  op¬ 
erators  of  coal,  metal  and  nonmetallic 
mines.  It  requires  operators  to  imme¬ 
diately  notify  the  Mining  Enforcement 
and  Safety  Administration  (MESA)  of 
accidents  requires  operators  to  investi¬ 
gate  accidents,  and  restricts  disturbance 
of  accident  related  areas.  This  Part  also 
requires  operators  to  file  reports  per¬ 
taining  to  accidents,  occupational  in¬ 
juries  and  occupational  illnesses,  as  well 
as  emplo3mient  and  coal  production 
data,  with  MESA,  and  requires  operators 
to  maintain  copies  of  reports  at  relevant 
mine  ofiBces.  The  purpose  of  this  Part 
is  to  implement  MESA’s  authority  to  in¬ 
vestigate,  and  to  obtain  and  utilize  in¬ 
formation  pertaining  to,  accidents,  in¬ 
juries,  and  illnesses  occurring  or  origi¬ 
nating  in  mines.  In  utilizing  information 
received  under  Part  50,  MESA  will  de¬ 
velop  rates  or  injury  occurrence  (inci¬ 
dent  rates  or  IR) ,  on  the  basis  of  200,000 
hoiu-s  of  employee  exposure  (equivalent 
to  100  employees  working  2,000  hours 
per  year) .  The  incidence  rate  for  a  par¬ 
ticular  injury  category  will  be  based  on 
the  formula: 

IR=no.  of  cases  x  200,000 
hours  of  employee  exposure 

MESA  Will  develop  data  respecting  in¬ 
jury  severity  using  days  away  from  work 
or  days  of  restricted  work  activity  and 
the  200,000  hour  base  as  criteria.  The 
severity  measure  (SM)  for  a  particular 
injury  category  will  be  based  on  the 
formula: 

6M=sxun  of  days  x  200,000 
hours  of  employee  expiosure 


§  50.2  Definitions. 

As  used  in  this  Part: 

(a)  The  term  “mine”  means 

( 1 )  An  area  of  land  and  all  structures, 
facilities,  machinery,  tools,  equipment, 
shafts,  slopes,  tunnels,  excavations,  and 
other  property,  real  or  personal,  placed 
upon,  imder,  or  above  the  surface  of 
such  land  by  any  person,  used  in,  or  to 
be  used  in,  or  resulting  from  the  work 
of  extracting  in  such  area  bituminous 
coal,  lignite,  or  anthracite  from  its  nat¬ 
ural  deposits  in  the  earth  by  any  means 
or  methods,  and  the  work  of  preparing 
the  coal  so  extracted,  and  includes  cus¬ 
tom  coal  preparation  facilities ;  or 

(2)  An  area  of  land  from  which  min¬ 
erals  other  than  coal  or  lignite  are  ex¬ 
tracted  in  nonliquid  form  or,  if  in  liquid 
form,  are  extracted  with  workers  under¬ 
ground,  (2)  private  ways  and  road  ap¬ 
purtenant  to  such  area,  and  (3)  land, 
excavations,  underground  passageways, 
and  workings,  structures,  facilities, 
equipment,  machines,  tools,  or  other 
property,  on  the  surface  or  underground, 
used  in  the  work  of  extracting  such  min¬ 
erals  other  than  coal  or  lignite  from 
their  natural  deposits  in  nbnliquid  form, 
or  if  in  liquid  form,  with  workers  under¬ 
ground,  or  used  in  the  milling  of  such 
minerals,  except  that  with  respect  to 
protection  against  radiation  hazards 
such  term  shall  not  include  property 
used  in  the  milling  of  source  material  as 
defined  in  the  Atomic  Energy  Act  of 
1954,  as  amended. 

(b)  “Work  of  preparing  the  coal” 
means  the  breaking,  crushing,  sizing, 
cleaning,  washing,  drying,  mixing,  sort¬ 
ing,  and  loading  of  bituminous  coal,  lig¬ 
nite,  or  anthracite,  and  such  other  work 
of  preparing  such  coal  as  is  usually  done 
by  the  operator  of  the  coal  mine. 

(c)  “Operator”  means 

(1)  Any  owner,  lessee,  or  other  person 
who  operates,  controls,  or  supervises  a 
coal  mine;  or, 

(2)  The  person,  partnership,  associa¬ 
tion,  or  corporation,  or  subsidiary  of  a 
corporation  operating  a  metal  or  non- 
metal  mine,  and  owning  the  right  to  do 
so,  and  includes  any  agent  thereof 
charged  with  responsibility  for  the  oper- 
tion  of  such  mine. 

(d)  “Mine”  means  any  individual 
working  in  a  mine. 

(e)  “Occupational  injury”  means  any 
injury  to  a  miner  which  occurs  at  a  mine 
for  which  medical  treatment  is  admin¬ 
istered,  or  which  results  in  death  or  loss 
of  consciousness,  inability  to  perform  all 
job  duties  on  any  day  after  an  injiu^, 
temporary  assigiunent  to  other  duties,  or 
transfer  to  another  job. 

(f)  “Occupational  Illness”  means  an 
Illness  or  disease  of  a  miner  which  may 
have  resulted  from  work  at  a  mine  or  for 
which  an  award  of  ciMnpensation  is 
made. 

(g)  “First  aid”  means  one-time  treat¬ 
ment,  and  any  follow-up  visit  for  obser¬ 
vational  purposes,  of  a  minor  Injury. 


(h)  “Accident”  means, 

(1)  A  death  of  an  Individual  at  a 
mine; 

(2)  An  injury  to  an  Individual  at  a 
mine  which  has  a  reasonable  potential 
to  cause  death; 

(3)  An  entrapment  of  an  individual  for 
more  than  thirty  minutes; 

(4)  An  unplanned  inundation  of  a 
mine  by  a  liquid  or  gas; 

(5)  An  unplanned  ignition  or  explosion 
of  gas  or  dust; 

(6)  An  unplanned  mine  fire  not  extin¬ 
guished  within  30  minutes  of  discovery; 

(7)  An  unplanned  ignition  or  explo¬ 
sion  of  a  blasting  agent  or  an  explosive ; 

(8)  An  unplanned  roof  fall  at  or  above 
the  anchorage  zone  in  active  workings 
where  roof  bolts ‘are  in  use:  or,  an  un¬ 
planned  roof  or  rib  fall  in  active  work¬ 
ings  that  impairs  ventilation  or  impedes 
passage ; 

( 9 )  A  coal  or  rock  outburst  that  causes 
withdrawal  of  miners  or  which  disrupts 
regular  mining  activity  for  more  than 
one  hour; 

(10)  An  unstable  condition  at  an  im¬ 
poundment,  refuse  pile,  or  culm  bank 
which  requires  emergency  action  in  or¬ 
der  to  prevent  failure,  or  which  causes 
individuals  to  evacuate  an  area;  or,  fail¬ 
ure  of  an  impoundment,  refuse  pile,  or 
culm  bank ; 

(11)  Damage  to  hoisting  equipment 
in  a  shaft  or  slope  which  endangers  an 
individual  or  which  interferes  with  use 
of  the  equipment  for  more  than  thirty 
minutes ; 

(12)  An  event  at  a  mine  which  causes 
death  or  bodily  injury  to  an  individual 
not  at  the  mine  at  the  time  the  event 
occurs. 

Subpart  B — Notification,  Investigation, 
Preservation  of  Evidence 

§  50.10  Immediate  Nolifiratioii. 

If  an  accident  occurs,  an  operator 
shall  immediately  contact  the  MESA 
District  or  Subdistrict  OfBce  having 
jurisdiction  over  its  mine.  If  an  opera¬ 
tor  cannot  contact  the  appropriate  MESA 
District  or  Subdistrict  OflBce,  it  shall  im¬ 
mediately  contact  the  MESA  Headquar¬ 
ters  Office  in  Washington,  D.C.,  by  tele¬ 
phone,  toll  free,  at  800-737-2000. 

§50.11  Investigation. 

(a)  After  notification  of  an  accident 
by  an  operator,  the  MESA  District  or 
Subdistrict  Manager  will  promptly  de¬ 
cide  whether  to  conduct  an  accident  in¬ 
vestigation  and  will  promptly  inform  the 
operator  of  his  decision.  If  MESA  decides 
to  investigate  an  accident,  it  will  initiate 
the  investigation  within  24  hours'  of 
notification. 

(b)  Each  operator  of  a  mine  shall  in¬ 
vestigate  each  accident  and  each  occu¬ 
pational  injury  at  the  mine.  Each  oper¬ 
ator  of  a  mine  shall  develop  a  report  of 
each  investigation.  No  operator  may  use 
Form  7000-1  as  a  report,  except  that  an 
operator  of  a  mine  at  which  fewer  than 
twenty  miners  are  employed  may,  with 
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respect  to  that  mine,  use  Form  7000-1  as 
an  investigation  report  respecting  an  oc¬ 
cupational  injury  not  related  to  an  ac¬ 
cident.  No  operator  may  use  an  investi¬ 
gation  or  an  investigation  report  cwi- 
ducted  or  prepared  by  MESA  to  con4>ly 
with  this  paragraph.  An  operator  shall 
submit  a  copy  of  any  investigation  re¬ 
port  to  MESA  at  its  request.  Each  report 
prepared  by  the  operator  shall  Include, 

(1)  The  date  and  hour  of  occurrence: 

(2)  The  date  the  investigation  began; 

(3)  The  names  of  individuals  partici¬ 
pating  in  the  investigation; 

(4)  A  description  of  the  site; 

(5)  An  explanation  of  the  accident  or 
injury,  including  a  description  of  any 
equipment  involved  and  relevant  events 
before  and  after  the  occurrence,  and  any 
explanation  of  the  cause  of  any  injury, 
the  cause  of  any  accident  or  the  cause 
of  any  other  event  which  caused  an 
injury; 

(6)  The  name,  occupation,  and  ex¬ 
perience  of  any  miner  Involved; 

(7)  A  sketch,  where  pertinent,  in¬ 
cluding  dimensions  depicting  the  occur¬ 
rence; 

(8)  A  description  of  steps  taken  to 
prevent  a  similar  occurrence  in  the  fu¬ 
ture:  and 

(9)  Identification  of  any  report  sub¬ 
mitted  under  §  50.20  of  this  Part. 

§  50,12  Preservation  of  Evidence. 

Unless  granted  permission  by  a  MESA 
District  Manager  or  Subdisirict  Man¬ 
ager,  no  operator  may  alter  an  accident 
site  or  an  accident  related  area  until 
completion  of  all  investigations  pertain¬ 
ing  to  the  accident  except  to  the  extent 
necessary  to  rescue  or  recover  an  in¬ 
dividual,  prevnet  or  eliminate  an  im¬ 
minent  danger,  or  prevent  destruction  of 
mining  equpment. 

Subpart  C — Reporting  of  Accidents, 
Injuries  and  Illnesses 

§  50.20  Preparation  and  siibniiA.'sIon  of 
MESA  Report  Form  7000-1 — Mine 
Accident,  Injury,  and  Illne^iS  Report. 

(a)  Each  operator  shall  maintain  at 
the  mine  office  a  supply  of  MESA  Mine 
Accident,  Injury  and  Illiness  Report 
Form  7000-1.  These  may  be  obtained 
from  MESA  Metal  and  Nonmetallic 
Mine  Health  and  Safety  Subdistrict  Of¬ 
fices  and  from  MESA  Coal  Mine  Health 
and  Safety  Subdistiict  Offices.  Each  op¬ 
erator  shall  report  each  accident,  occu¬ 
pational  Injury,  or  occupational  Illness  at 
the  mine.  The  principal  officer  in  charge 
of  health  and  safety  at  the  mine  or  the 
sui>ervisor  of  the  mine  area  in  which  an 
accident  or  occupational  injury  occurs, 
or  an  occupational  illness  may  have  orig¬ 
inated,  shall  complete  or  review  the 
form  in  accordance  with  the  instructions 
and  criteria  in  S  50.20-1  through  §  50.- 
20-7.  If  an  occupational  Illness  is  diag¬ 
nosed  as  being  one  of  those  listed  in 
§  50120-6(b)  (7),  the  (H>erator  must  re¬ 
port  it  imder  this  Part.  The  operator 
Shan  mall  completed  forms  to  MESA 
within  ten  working  days  after  an  acci¬ 
dent  or  occupational  injury  occurs  or 
an  occupational  Illness  is  diagnosed. 


When  an  accident  specified  in  S  50.10 
occurs,  which  does  not  involve  an  occu¬ 
pational  injury.  Sections  A,  B  and  the 
Accident  Information  part  of  Section  C 
of  Form  7000-1  shall  be  completed  and 
mailed  to  MESA  in  accordance  with  the 
instructions  in  §  50.20-1  and  criteria  con¬ 
tained  in  §§  50.20-4  through  50.20-6. 

(b)  Each  operator  shall  report  each 
occupational  injury  or  occupational  ill¬ 
ness  on  one  set  of  forms.  If  more  than 
one  miner  is  injured  in  the  same  accident 
or  is  affected  simultaneously  with  the 
same  occut>ational  illness,  an  operator 
shall  complete  a  separate  set  of  forms 
for  each  miner  affected.  To  the  extent 
that  the  form  is  not  self-explanatory,  an 
operator  shall  complete  the  form  in  ac¬ 
cordance  with  the  instructions  in  §  50.- 
20-1  and  criteria  contained  in  §§  50.20-2 
through  50.20-7. 

§  .50.20—1  General  Inslriieliuii«  for  f',oni- 
peting  MF'SA  Form  700ft-l. 

Each  Form  7000-1  consists  of  four 
sheets,  an  original  and  three  copies.  The 
original  form  shall  be  mailed  to:  MESA — 
Health  and  Safety  Analysis  Center,  P.O. 
Box  25367,  Denver  Federal  Center,  Den¬ 
ver,  Colo.  80225,  within  ten  working  days 
after  an  accident,  occup>ational  injury 
or  occupational  illness.  At  the  same  time, 
the  first  copy  shall  be  mailed  to  the  ap¬ 
propriate  local  MESA  Mine  Health  and 
Safety  District  or  Subdistrict  office.  If 
the  first  copy  does  not  contain  a  com¬ 
pleted  Section  D — Return  to  Duty  Infor¬ 
mation — the  second  copy  shall  be*  re¬ 
tained  by  the  operator  until  the  miner 
returns  to  work  or  a  final  disposition 
is  made  respecting  the  miner.  When  the 
miner  returns  to  work  or  a  final  dispo¬ 
sition  is  made,  the  operator  shall,  within 
five  days,  complete  Section  D  and  mail 
the  second  copy  to  MESA — Health  and 
Safety  Analysis  Center  (HSAC) .  A  third 
copy,  containing  all  the  information  in 
the  first  and  second  copies  shall  be  re¬ 
tained  at  the  mine  office  closest  to  the 
mine  for  a  period  of  five  years, 

§  50.20—2  Criteria— “Transfer  to  an¬ 
other  job.” 

“Transfer  to  another  job”  means 
transfers,  either  temporary,  or  perma¬ 
nent,  which  are  occasioned  by  a  work- 
related  injury  or  illness.  Permanent  or 
temporary  transfers  to  remove  miners 
from  further  exposure  to  h'olth  hazards 
are  considered  preventative  in  nature  and 
are  not  required  to  be  reported.  Con¬ 
trolling  the  amoimt  c'  exposure  to  radia¬ 
tion  during  some  period  of  time  is  one 
example.  Transfer  of  a  coal  miner  to  a 
less  dusty  area  of  a  mine  when  the  miner 
elects  to  exercise  rights  under  Section 
203(b)  of  the  Federal  Coal  Mine  Health 
and  Safety  of  1969  is  another  example. 

§  50.20—3  Criteria— Differences  between 
medical  treatment  and  first  aid. 

(a)  Medical  treatment  includes,  but 
is  not  limited  to,  the  suturing  of  any 
wound,  treatment  of  fractures,  applica¬ 
tion  of  a  cast  or  other  professional  means 
of  Immobilizing  an  Injured  part  of  the 
body,  treatment  of  infection  arising  out 


of  an  injury,  treatment  of  bruise  by  the 
drainage  of  blood,  surgical  removal  of 
dead  or  damaged  skin  (debridement), 
amputation  or  permanent  loss  of  use  of 
any  part  of  the  body,  treatment  of  second 
and  third  degree  burns.  Procedures  which 
are  diagnostic  in  nature  are  not  consid¬ 
ered  by  themselves  to  constitute  medical 
treatment.  Visits  to  a  physician,  physical 
examinations,  X-ray  examinr  tions,  and 
hospitalization  for  observations,  where 
no  evidence  of  injury  or  illness  is  found 
and  no  medical  treatment  given,  do  not 
in  themselves  constitute  medical  treat¬ 
ment.  Procedures  which  are  preventative 
in  nature  also  are  not  considered  by 
themselves  to  constitute  medical  treat¬ 
ment.  Tetanus  and  flu  shots  are  con¬ 
sidered  preventative  in  nr  lure.  First  aid 
includes  any  one-time  treatment,  t  .d 
follow-up  visit  for  the  purpose  of  obser¬ 
vation,  of  minor  injuries  such  as,  cuts, 
first  degree  scratches,  bums,  splinters. 
Ointments,  salyes,  antiseptics,  and  dress¬ 
ings  to  minor  injuries  are  considered  to 
be  first  aid. 

(1)  Abrasion,  (i)  First  aid  treatment 
is  limited  to  cleaning  a  wound,  soaking, 
applying  antiseptic  and  nonprescription 
medication  and  bandages  on  the  first 
visit  and  follow-up  visits  limited  to  ob¬ 
servation  including  changing  dressing 
and  bandages.  Additional  cleaning  and 
application  of  antiseptic  constitutes  first 
aid  where  it  is  required  by  work  duties 
that  soil  the  bandage. 

(ii)  Medical  treatment  includes  ex¬ 
amination  for  removal  of  imbedded  for¬ 
eign  material,  multiple  soakings,  whirl¬ 
pool  treatment,  treatment  of  infection, 
or  other  professional  treatments  and  any 
treatment  involving  more  than  a  minor 
spot-type  injury.  Treatment  of  abrasions 
occurring  to  greater  than  full  skin  depth 
is  considered  medical  treatment. 

(2)  Bruises.  (1)  First  slid  treatment  is 
limited  to  a  single  soaking  or  applica¬ 
tion  of  cold  compresses,  and  follow-up 
visits  if  they  are  limited  only  to  ob¬ 
servation. 

(ii)  Medical  treatment  includes  multi¬ 
ple  soakings.  draining  of  collected  blood, 
or  other  treatment  beyond  observation. 

(3)  Burns.  Thermal  and  Chemical 
(resulting  in  destruction  of  tissue  by 
direct  contact),  (i)  First  aid  treatment 
is  limited  to  cleaning  or  flushing  the  sur¬ 
face,  soaking,  applying  cold  ccmipresses, 
antiseptics  or  nonprescription  medica¬ 
tions,  and  bandaging  on  the  first  visit, 
and  follow-up  visits  restricted  to  obser¬ 
vation,  changing  bandages,  or  additional 
cleaning.  Most  first  degree  bums  are 
amenable  to  first  aid  treatment, 

(ii)  Medical  treatment  Includes  a 
series  of  treatments  Including  soaks, 
whirlpool,  skin  grafts,  and  surgical  de¬ 
bridement  (cutting  away  dead  skin). 
Most  second  and  third  degree  bums  re¬ 
quire  medical  treatment. 

(4)  Cuts  and  Lacerations.  (1)  First  aid 
treatment  is  the  same  as  for  abraslmis 
except  the  application  of  butterfly 
closures  for  cosmetic  purposes  only  can 
be  considered  first  aid. 

(11)  Medical  tr^tm^t  includes  the 
application  of  butterfly  closures  for  non- 
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cosmetic  purposes,  sutures,  (stitches), 
surgical  debridement,  treatment  of  in¬ 
fection,  or  other  professional  treatment. 

(5)  Eye  Injuries,  (i)  First  aid  treat¬ 
ment  is  limited  to  irrigation,  removal  of 
foreign  material  not  imbedded  in  eye, 
and  application  of  nonprescription  med¬ 
ications.  A  precautionary  visit  (special 
examination)  to  a  physician  is  consid¬ 
ered  as  first  aid  if  treatment  is  limited  to 
above  items,  and  follow-up  visits  if  they 
are  limited  to  observation  only. 

(ii)  Medical  treatment  cases  involve 
removal  of  imbedded  foreign  objects,  use 
of  prescription  medications,  or  other 
professional  treatment. 

(6)  Inhalation  of  Toxic  or  Corrosive 
Gases,  (i)  First  aid  treatment  is  limited 
to  removal  of  the  miner  to  fresh  air  or 
the  one-time  administration  of  oxygen 
for  several  minutes. 

(ii)  Medical  treatment  consists  of  any 
professional  treatment  beyond  that  men¬ 
tioned  under  first  aid  and  all  cases  in¬ 
volving  loss  of  consciousness. 

(7)  Foreign  Objects,  (i)  First  aid 
treatment  is  limited  to  cleaning  the 
wound,  removal  of  any  foreign  object  by 
tweezers  or  other  simple  techniques,  ap¬ 
plication  of  antiseptics  and  nonprescrip¬ 
tion  medications,  and  bandaging  on  the 
first  visit.  Follow-up  visits  are  limited  to 
observation  including  changing  of  ban¬ 
dages.  Additional  cleaning  and  applica¬ 
tions  of  antiseptic  constitute  first  aid 
where  it  is  required  by  work  duties  that 
soil  the  bandage. 

(ii)  Medical  treatment  consists  of  re¬ 
moval  of  any  foreign  object  by  physician 
due  to  depth  of  imbedment,  size  or  shape 
of  object,  or  location  of  wound.  Treat¬ 
ment  for  infection,  treatment  of  a  reac¬ 
tion  to  tetanus  booster,  or  other  profes¬ 
sional  treatment,  is  considered  medical 
treatment. 

(8)  Sprains  and  Strains,  (i)  First  aid 
treatment  is  limited  to  soaking,  applica¬ 
tion  of  cold  compresses,  and  use  of  elastic 
bandages  on  the  first  visit.  Follow-up 
visits  for  observation,  including  reapply¬ 
ing  bandage,  are  first  aid. 

(ii)  Medical  treatment  Includes  a  se¬ 
ries  of  hot  and  cold  soaks,  use  of  whirl¬ 
pools,  diathermy  treatment,  or  other  pro¬ 
fessional  treatment. 

§  50.20—4  Criteria— MESA  Form  7000— 
1,  Section  A. 

(a)  MESA  I.D.  nuniber.  Enter  the 
seven  digit  number  assigned  to  the  mine 
operaticm  by  MESA.  If  the  number  is 
unknown,  the  nearest  MESA  Health  and 
Safety  District  or  Subdistrict  office 
should  be  contacted. 

(b)  Mine  name.  Enter  the  exact  name 
of  the  operation  to  which  the  MESA  I.D. 
number  was  assigned. 

(c)  Company  name.  Enter  the  name 
of  the  mining  company  submitting  this 
report  or,  if  not  a  company,  the  opera¬ 
tor’s  name. 

§  50.20—5  Criteria— MESA  Form  7000— 
1,  Section  B. 

(a)  Tliis  section  shall  be  completed 
for  all  accidents  immediately  reported  to 


MESA  as  defined  in  {  60.10.  Circle  the 
code  from  the  following  list  which  best 
defines  the  accident: 

Code  01 — A  death  of  an  individual  at  a 
mine: 

Code  02 — An  injury  to  an  individual  at  a 
mine  which  has  a  reasonable  potential  to 
cause  death; 

Code  03 — An  entrapment  of  an  individual 
for  more  than  30  minutes; 

Code  04 — An  unplanned  mine  inundation 
by  a  liquid  or  gas;  * 

Code  05— An  unplanned  Ignition  or  ex¬ 
plosion  of  dust  or  gas. 

Code  06— An  unplanned  mine  lire  not  ex¬ 
tinguished  within  30  minutes  of  discovery; 

Code  07 — An  unplanned  ignition  of  a 
blasting  agent  or  an  explosive; 

Code  08 — An  unplanned  roof  fall  at  or 
above  the  anchorage  zone  in  active  workings 
where  roof  bolts  are  in  use;  or  a  roof  or  rib 
fall  on  active  workings  that  impairs  vent(ila- 
tion  or  impedes  passage; 

Code  09 — A  coal  or  rock  outburst  that 
causes  withdrawal  of  miners  or  which  dis¬ 
rupts  regular  mining  activity  for  more  than 
one  hour; 

Code  10 — An  unstable  condition  at  an  im¬ 
poundment,  refuse  pile,  or  culm  bank  which 
requires  emergency  action  in  order  to  pre¬ 
vent  failure,  or  which  causes  individuals  to 
evacuate  an  area;  or,  failure  of  an  impound¬ 
ment,  refvise  pile,  or  culm  bank; 

Code  11 — Damage  to  hoisting  equipment 
in  a  shaft  or  slope  which  endangers  an  indi¬ 
vidual  or  which  Interferes  with  use  of  the 
equipment  for  more  than  thirty  minutes; 

Code  12 — An  event  at  a  mine  which  causes 
death  or  bodily  Injury  to  an  Individual  not 
at  the  mine  at  the  time  the  event  occurs. 

§  50.20-6  Criteria- MESA  Form  7000- 
1,  Section  C. 

This  section  shall  be  completed  for 
each  accident,  occupational  injury,  or 
occupational  illness. 

.  (a)  Accident  Information.  (1)  Item  5. 

Location  and  mining  method.  CJlrcle  the 
appropriate  location  code  that  was  near¬ 
est  to  the  location  of  the  accident.  If  the 
accident  occurred  at  the  surface,  circle 
only  the  surface  location  code  in  column 
(a).  If  the  accident  occurred  under¬ 
ground,  circle  only  the  underground  lo¬ 
cation  code  in  column  (b) .  Where  appli¬ 
cable,  circle  the  underground  mining 
method  code  in  column  (c).  Applicable 
codes  for  columns  (a),  (b),  and  (c)  are 
as  follows: 

(i)  Column  (a) — Surface  location 
codes.  If  the  accident  occurred  at  the 
simface  of  a  mine,  circle  one  of  the  fol¬ 
lowing  codes  which  best  describes  where 
the  accident  occurred  and  ignore  col- 
mnns  (b)  and  (c) : 

Code  02 — Surface  shop,  yard,  etc.,  at  an 
underground  mine; 

Code  30 — ^Mlll  operation,  preparation  plant, 
or  breaker,  including  associated  shops  and 
yards; 

Code  03 — Surface  strip  or  open  pit  mine, 
including  shop  and  yard; 

Code  04 — Surface  auger  coal  operation  on 
a  coal  mine,  including  shop  and  yard; 

Code  05 — Surface  culm  bank  or  refuse  pile 
at  a  coal  mine,  including  shop  and  yard; 

Code  06 — Dredge  mining,  including  shop 
and  yard; 

Code  12 — Other  surface  mining; 

Code  17 — Independent  shops; 

Code  99 — Office  facilitiee. 

(ii)  Column  (b)— Underground  loca¬ 
tion  codes.  If  the  accident  occurred  un¬ 


derground,  circle  the  one  code  which 
best  describes  where  the  accident  oc¬ 
curred: 

Code  01 — Vertical  shaft; 

Code  02 — Slope/Inclined  shaft; 

Code  03 — Pace: 

Code  04 — Intersection; 

Code  05 — Underground  Shop/Offlce; 

Code  06 — Other. 

(ii)  Column  (c) — Underground  min¬ 
ing  method.  If  the  underground  acci¬ 
dent  occurred  on  a  working  section  or 
working  place,  enter  the  code  for  the 
mining  method  at  that  working  section 
or  working  place: 

Code  01 — Longwall; 

Code  02 — Shortwall; 

Code  03 — Conventlonal/stoping: 

Code  05 — Continuous  Miners; 

Code  06 — Hand  Loading; 

Code  07 — Caving; 

Code  08 — Other. 

(2)  Item  6.  Date  of  accident.  Enter  the 
date  the  accident  occurred. 

(3)  Item  9.  Describe  fully  the  condi¬ 
tions  contributing  to  the  accident  and 
quantify  the  damage  or  Impairment. 
Describe  what  happened  and  the  reasons 
therefor,  identify  the  factors  which  led 
or  contributed  to  the  accident,  and  iden¬ 
tify  any  damage  or  Impairment  to  the 
mining  operation.  The  narrative  shall 
clearly  specify  the  actual  cause  or  causes 
of  the  accident,  and  shall  Include  the 
following : 

(i)  Whether  the  accident  involved  any 
aspect  of  compliance  with  rules  and 
regulations; 

(ii)  Whether  the  accident  involved 
mine  equipment  or  the  mining  system; 

(iii)  Whether  the  accident  involved 
job  skills  and  miner  proficiency,  training 
and  attitude;  and 

(iv)  Whether  the  accident  involved 
protective  items  relating  to  clothing,  or 
protective  devices  on  equipment. 

(4)  Item  10.  If  equipment  was  involved 
in  the  accident,  specify  type  (loader, 
shuttle  car,  dozer,  etc.) ,  name  of  manu¬ 
facturer,  and  equipment  model  number. 

(5)  Item  11.  Name  of  witness  to  acci¬ 
dent.  If  any  miner  witnessed  the  acci¬ 
dent,  enter  the  name. 

(b)  Injury  and  illness  information. 
Complete  this  part  for  each  occupational 
injury,  or  occupational  illness. 

(1)  Item  13.  Name  of  injured/111  miner. 
Enter  the  miner’s  name  (first,  middle 
initial,  and  last). 

(2)  Item  17.  Regular  job  title.  Enter 
the  miner’s  regular  job  title.  For  exam¬ 
ple:  “shuttle  care  operator". 

(3)  Item  19.  Check  if  this  injury/illness 
resulted  in  permanent  total  or  partial 
disability. 

(i)  “Permanent  total  disability.”  ’The 
classification  for  any  Injury  or  Illness 
other  than  death  which  permanently 
and  totally  incapacitates  an  employee 
from  following  any  gainful  occupation 
or  which  results  in  the  loss,  or  the  c(Hn- 
plete  loss  of  use,  of  any  of  the  following 
in  one  accident: 

(A)  Both  eyes; 

(B)  One  eye  and  one  hand,  or  arm,  or 
leg,  or  foot; 

(C)  Any  two  of  the  following  not  on 
the  same  limb:  hand,  arm,  foot,  or  leg. 
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(ii>  “Permanent  partial  disability.” 
The  classification  for  any  injury  or  ill¬ 
ness  other  than  death  or  permanent 
total  disability  which  results  in  the  loss, 
or  complete  loss  of  use,  of  any  member 
or  part  of  a  member  of  the  body,  or  any 
permanent  impairment  of  fimctions  of 
the  body  or  part  thereof,  regardless  of 
any  preexisting  disability  of  the  affected 
member  or  impaired  body  function. 

(4)  Item  20.  What  directly  inflicted  in¬ 
jury  or  Illness.  Name  the  object  or  sub¬ 
stance  which  directly  affected  the  miner. 
For  example:  the  machine  or  thing 
struck  against  or  which  struck  the 
miner;  the  vapor  or  poison  inhaled  or 
swallowed;  the  chemical  or  non-lonlzlng 
radiation  which  irritated  the  skin;  or  in 
cases  of  strains  or  hernias,  the  thing 
lifted  or  pulled. 

(5)  Item  21.  Nature  of  injiu-y  or  ill¬ 
ness.  For  injuries,  use  commonly  used 
medical  terms  to  answer  this  question 
such  as  puncture  woimd,  third  degree 
bum,  fracture,  dislocation,  amputation. 
For  multiple  injuries,  enter  the  injury 
which  was  the  most  serious.  For  illness, 
name  the  Illness,  such  as  pneumoconiosis, 
silicosis.  Avoid  general  terms  such  as 
“hurt”,  “sore”,  “sick”. 

(6)  Item  22.  Part  of  body  injured  or 
affected.  Name  the  part  of  the  body  with 
the  most  serious  injury.  For  example,  if 
an  injured  employee  has  a  bruised  Anger 
and  a  broken  ankle,  write  “ankle”.  If 
amputation,  enter  part  of  body  lost. 

(7)  tiem  23.  Occupational  Illness. 
Circle  the  code  from  the  list  below  which 
most  accurately  describes  the  illness. 
Hiese  are  typical  examples  and  are  not 
to  be  considered  the  complete  listing  of 
the  types  of  Illnesses  and  disorders  that 
should  be  Included  under  each  category. 
In  cases  where  the  time  of  onset  of  ill¬ 
ness  is  in  doubt,  the  day  of  diagnosis  of 
Illness  will  be  considered  as  the  flrst  day 
of  Illness. 

(1)  Code  21 — Oceuvational  Skin  Dis¬ 
eases  or  Disorders.  Examples:  Contact 
dermatitis,  eczema,  or  rash  caused  by 
primary  irritants  and  sensitizers  or 
poisonous  plants;  oil  acne;  chrome 
ulcers;  chemical  bums  or  Inflammations. 

(il)  Code  22 — Dust  Disease  of  the 
Lungs  (Pneumoconioses).  Examples:  Sil¬ 
icosis,  asbestosls,  coal  worker’s  pneu¬ 
moconiosis,  and  other  pneumoconioses. 

(lii)  Code  23 — Respiratory  Conditions 
due  to  Toxic  Agents.  Examples:  Pneu¬ 
monitis,  pharyngitis,  rhinitis,  or  acute 
congestion  due  to  chemicals,  dusts,  gases, 
or  fmnes. 

(iv)  Code  24 — Poisoning  (Systemic 
Effects  of  Toxic  Materials) .  Examples: 
Poisoning  by  lead,  mercury,  cadmium, 
arsenic,  or  other  metals,  poisoning  by 
carbon  monoxide,  hydrogen  sulfide  or 
other  gases;  poisoning  by  benzol,  carbon 
tetrachloride,  or  other  organic  solvents; 
poisoning  by  insecticide  sprays  such  as 
parathion,  lead  arsenate;  poisoning  by 
other  chemicals  such  as  formaldehyde, 
plastics  and  resins. 

(v)  Code  25 — Disorders  Due  to  Physical 
Agents  (Other  than  Toxic  Materials). 
Examples:  Heatstroke,  simstroke,  heat 
exhaustion  and  other  effects  of  environ¬ 


mental  heat;  freezing,  frostbite  and 
effects  of  exposure  to  low  temperatures; 
caisson  disease;  effects  of  ionizing  radia- 
tl(xi  (radon  daughters,  non-medical, 
non-therapeutic  X-rays,  radium) ;  effects 
of  nonionizing  radiation  (welding  flash, 
ultra-violet  rays,  micro-waves,  simburn) . 

(Vi)  Code  26 — Disorders  Associated 
toith  Repeated  Trauma.  Examples: 
Noise-induced  hearing  loss;  synovitis, 
tenosynovitis,  and  bursitis;  Raynaud’s 
phenomena;  and  other  conditions  due  to 
repeated  motion,  vibration  or  pressure. 

(vli)  Code  29 — All  Other  Occupational 
Illnesses.  Examples:  Infectious  hepatitis, 
malignant  and  benign  tumors,  any  form 
of  cancer,  kidney  diseases,  food  poison¬ 
ing,  histoplasmosis. 

(8)  Item  24.  Miner’s  work  activity 
when  injury  or  illness  occurred.  Describe 
exactly  the  activity  of  the  injured  miner 
when  the  occupational  injury  or  occupa¬ 
tional  illness  occurred.  For  example: 
“Setting  temporary  support  prior  to 
drilling  holes  for  roof  bolts.” 

§  30.20—7  Criteria — MESA  Form  7000— 

1 ,  Section  D. 

This  section  requires  information  con¬ 
cerning  the  miner’s  return  to  duty. 

(a)  Item  28.  Permanently  transferred 
or  terminated.  Check  this  block  if  the 
miner’s  employment  was  terminated  or 
if  the  miner  was  permanently  trans¬ 
ferred  to  another  regular  job  as  a  direct 
result  of  the  occupational  injury  or  occu¬ 
pational  illness. 

(b)  Item  29.  Show  the  date  that  the 
injured  person  retmned  to  his  regular 
job  at  full  capacity  (not  to  restricted 
work  activity)  or  was  transferred  or 
terminated. 

(c)  Item  30.  Nmnber  of  days  away 
from  work.  Enter  the  niunber  of  work¬ 
days,  consecutive  or  not,  on  which  the 
miner  would  have  worked  but  could  not 
because  of  occupational  injury  or  oc¬ 
cupational  illness.  The  number  of  days 
away  from  work  shall  not  include  the 
day  of  injiiry  or  onset  of  illness  or  any 
days  on  which  the  miner  woiild  not  have 
worked  even  though  able  to  work.  If 
an  employee  loses  a  day  from  work 
solely  because  of  the  unavailability  of 
professional  medical  pers<mnel  for  ini¬ 
tial  observation  or  treatment  and  not 
as  a  direct  consequence  of  the  injury 
or  illness,  the  day  should  not  be  coimted 
as  a  day  away  from  work. 

(d)  Item  31.  Number  of  days  of 
restricted  work  activity.  Enter  the  num¬ 
ber  of  workdays,  consecutive  or  not,  on 
which  becaxise  of  occupational  injury  or 
occupational  illness : 

(1)  The  miner  was  assigned  to  another 
job  on  a  temporary  basis ; 

(2)  The  miner  worked  at  a  permanent 
job  less  than  full  time;  or 

(3)  The  miner  worked  at  a  permanent¬ 
ly  assigned  job  but  could  not  perform 
all  duties  normally  connected  with  It. 
The  number  of  days  of  restricted  work 
activity  shall  not  include  the  day  of 
injury  or  onset  of  Illness,  or  any  days 
the  miner  did  not  work  even  though 
able  to  work. 


If  an  injured  or  ill  employee  receives 
scheduled  follow-up  medical  treatment 
or  observation  which  results  in  the  loss 
of  a  full  workday  solely  because  of  the 
unavailability  of  professional  medical 
personnel,  it  will  not  be  coimted  as  a 
day  of  restricted  work  activity.  Days  of 
restricted  work  activity  end  as  the  result 
of  any  of  the  following: 

(i)  The  miner  returns  to  his  regular¬ 
ly  scheduled  job  and  performs  all  of  its 
duties  for  a  full  day  or  shift; 

(ii)  The  miner  is  permanently  trans¬ 
ferred  to  another  permanent  job  (which 
shall  be  reported  under  Item  28,  Per¬ 
manently  Transferred  or  Terminated) .  If 
this  happens,  even  though  the  miner 
could  not  perform  this  original  job  any 
longer,  the  Days  of  Restricted  Work  Ac¬ 
tivity  will  stop;  or 

(ill)  The  miner  is  terminated  or  leaves 
the  mine.  (Terminations  shall  also  be  re¬ 
ported  imder  Item  28,  Permanently 
Transferred  or  Terminated) . 

Subpart  D — Quarterly  Employment  and 
Coal  Production  Report 

§  50..30  Preparation  and  submission  of 
MESA  Form  7000—2  Em¬ 

ployment  and  Coal  Production  Re¬ 
port. 

(a)  Each  operator  of  a  mine  in  which 
an  individual  worked  during  any  day  of 
a  calendar  quarter  shall  complete  a 
MESA  Form  7000-2  in  accordance  with 
the  Instructions  and  criteria  in  S  50.30-1 
and  submit  the  original  to  the  MESA 
Health  and  Safety  Analysis  Center,  P.O. 
Box  25367,  Denver  Federal  Center,  Den¬ 
ver,  Colo.  80225,  within  15  days  after 
the  end  of  each  calendar  quarter.  These 
forms  may  be  obtained  from  MESA 
Metal  and  Nonmetallic  Mine  Health  and 
Safety  Subdistrict  Offices  and  from 
MESA  Coal  Mine  Health  and  Safety 
Subdistrict  Offices.  Each  operator  shall 
retain  an  operator’s  copy  at  the  mine 
office  nearest  the  mine  for  5  years  after 
the  submission  date. 

(b)  Each  operator  of  a  coal  mine  in 
which  an  individual  worked  during  any 
day  of  a  calendar  quarter  shall  report 
coal  production  on  Form  7000-2. 

§  30.30—1  General  Instructions  for  Com¬ 
pleting  MES.4  Form  7000—2. 

(a)  MESA  I.D.  Number  is  the  7-digit 
number  assigned  to  the  mine  operation 
by  MESA.  Any  questions  regarding  the 
appropriate  I.D.  number  to  use  should 
be  diluted  to  yoiu*  local  MESA  Health 
and  Safety  District  or  Subdistrict  Office. 

(b)  Calendar  Quarter:  First  quarter 
is  January,  February,  and  March.  Sec¬ 
ond  quarter  is  April,  May,  and  June. 
Third  quarter  is  July,  August,  and  Sep¬ 
tember.  Fourth  quarter  is  October,  No¬ 
vember,  and  December. 

(c)  County  is  the  name  of  the  county, 
borough,  or  independent  city  in  which 
the  operation  is  located. 

(d)  Operation  Name  is  the  speciflc 
name  of  the  mine  or  plant  to  which  the 
MESA  I.D.  number  was  assigned  and  for 
which  the  quarterly  employment  report 
is  being  submitted. 
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(e)  Company  Name  Is  the  name  ol  the 
operating  company  that  this  report  per¬ 
tains  to. 

(f)  Mailing  Address  is  the  address  of 
the  mine  office  where  the  quarterly  em- 
plo3rment  report  Is  to  be  retained,  "nils 
should  be  as  near  the  operation  as  pos¬ 
sible. 

(g)  Employment,  Employee  Hours, 
and  Coal  Production. 

(1)  Operation  Sub-Unit: 

<i)  Underground  Mine:  Report  data 
for  your  underground  workers  on  the 
first  line.  If  you  have  personnel  working 
at  the  surface  of  your  underground  mine, 
report  data  for  those  persons  on  the  sec¬ 
ond  line; 

(II)  Surface  Mine  (Including  Shops 
and  Yaids) :  Report  on  the  appropriate 
line,  employment  and  coal  production 
for  the  mining  operation.  For  surface 
mining  sub-units  03,  04,  05  and  06,  In¬ 
clude  all  w’ork  associated  with  shops  and 
yards; 

(III)  Mill  Operations,  Preparation 
Plants,  Breakers:  Report  data  on  all  per¬ 
sons  employed  at  your  milling  (crushing, 
sizing,  grinding,  concentrating,  etc.)  w- 
eration,  preparation  plant,  or  breaker. 
Including  those  working  in  associated 
shops  and  yards.  (Do  not  include  per¬ 
sonnel  reported  in  shops  and  yards  as¬ 
sociated  with  other  sub-units.) ; 

(Iv)  Office;  Include  in  this  category 
employees  who  work  principally  at  the 
mine  or  preparation  facility  office. 

(2)  Average  number  of  persons  work¬ 
ing  during  quarter:  Show  the  average 
number  of  employees  on  the  payroD  dur¬ 
ing  all  active  periods  in  the  quarter.  In¬ 
clude  all  classes  of  employees  (super¬ 
visory,  professional,  technical  proprie¬ 
tors.  owners,  operators,  partners,  and 
service  personnel)  on  yoin*  payroll,  full 
or  part-time.  Report  Each  Employee  Un¬ 
der  One  Activity  Only.  For  examine:  If 
one  or  more  persons  work  both  in  the 
mine  and  the  mill,  repOTt  these  employees 
under  the  activity  where  they  s[>end  most 


of  their  time.  If  necessary,  estimate  for 
the  major  activity.  The  average  niimber 
may  be  computed  by  adding  together  ttie 
number  of  employees  working  during 
each  pay  period  and  then  dividing  by  the 
number  of  pay  periods.  Do  not  include 
pay  periods  where  no  one  worked.  For  ex¬ 
ample.  during  the  quarter  you  had  5  pay 
periods  where  employees  worked.  The 
number  of  employees  in  each  pay  period 
was  10,  12,  13,  14  and  15  respectively.  To 
compute  the  average,  add  the  number  of 
employees  working  each  pay  period  (10 
+12+13-1-14-1-15=64).  Then  divide  by 
the  number  of  pay  periods  (64  divided  by 
5=12.8).  Rounding  this  to  the  nearest 
whole  number,  we  get  13  as  the  average 
number  of  persons  working. 

(3)  Total  employee-hours  worked 
during  the  quarter:  Show  the  total  hours 
worked  by  all  employees  during  the  quar¬ 
ter  covered.  Include  aU  time  where  the 
employee  was  actually  on  duty,  but  ex¬ 
clude  vacation,  holiday,  sick  leave,  and 
all  other  off-duty  time,  even  though  paid 
for.  Make  certain  that  each  overtime 
hour  Is  reported  as  one  hour,  and  not  as 
the  overtime  pay  multiple  for  an  hour 
of  work.  The  hours  reported  should  be 
obtained  from  payroll  or  other  time  rec¬ 
ords.  If  actual  hoxirs  are  not  available, 
they  may  be  estimated  on  the  basis  of 
scheduled  hours.  Make  certain  not  to  in¬ 
clude  hours  paid  but  not  worked. 

(4)  Production  of  dean  coal  (short 
tons) :  This  section  is  to  be  compiled  only 
by  operators  of  imderground  or  surface 
mines,  but  not  by  operators  of  central 
or  independent  co^  preparation  plants 
or  operators  of  metal  or  nonmetal  mines. 
Enter  the  total  production  of  clean  coal 
from  the  mine.  This  must  include  coal 
shipped  from  the  mine  and  coal  used  for 
fuel  at  the  mine,  but  exclude  refuse  and 
coal  produced  at  another  mine  and  pur¬ 
chase  for  use  at  the  mine. 

(h)  Other  Reportable  Data.  Indicate 
the  number  of  rep(}rtable  injuries  or  ill¬ 
nesses  occurring  at  your  operation  dur¬ 
ing  the  quarter  covered  by  this  report 


Show  the  name,  title,  and  telephone 
number  of  the  person  to  be  ccmtacted 
regarding  this  report  and  show'  the  date 
that  this  report  was  completed. 

Subpait  E — Maintenance  of  Records; 

Verification  of  Information 

§  50.40  Maintenance  of  Records. 

(a)  Each  operator  of  a  mine  shall 
maintain  a  copy  of  each  investigation 
report  required  to  be  prepared  imder 
S  50.11  at  the  mine  office  closest  to  the 
mine  for  five  years  after  the  occurrence. 

(b)  Elach  operator  shall  maintain  a 
copy  of  each  report  submitted  imder 
§S  50.20  or  50.30  at  the  mine  office  closest 
to  the  mine  for  five  years  after  submis¬ 
sion.  Upon  request  by  the  Mining  En¬ 
forcement  and  Safety  Administration, 
an  operator  shall  make  a  copy  of  any 
report  submitted  under  §§  50.20  or  50.30 
available  to  MESA  for  inspection  or 
copying. 

§  50.41  Verification  of  Reports. 

Up<Hi  request  by  MESA,  an  (H>erator 
shall  allow  MESA  to  Inspect  and  copy 
information  related  to  an  accident,  in¬ 
jury  or  illnesses  which  MEiSA  considers 
relevant  and  necessary  to  verify  a  report 
of  investigation  required  by  S  50.11  of 
this  Part  or  relevant  and  necessary  to  a 
determinatitm  oi  compliance  with  the 
reporting  requirements  of  this  Part. 


PART  58— NOTIFICATION.  INVESTIGA¬ 
TION.  REPORTS  AND  RECORDS  OF 
ACCIDENTS.  INJURIES.  AND  OCCUPA¬ 
TIONAL  ILLNESSES  IN  METAL  AND 
NONMETAL  MINES 

2.  Part  58  is  revoked. 

PART  80— NOTIFICATION.  INVESTIGA¬ 
TION,  REPORTS  AND  RECORDS  OF 
ACCIDENTS 

3.  Part  80  is  revoked. 
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